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Message Text 

UNCLASSIFIED 

PAGE 01 CARACA 09252 302256Z 

ACTION ARA-15 

INFO OCT-OI ISO-00 EB-08 /024 W 

061454 0I142IZ/40 

R29I443Z SEP 78 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4035 
AMCONSUL MARACAIBO 

UNCLAS CARACAS 9252 


PASS TO: ITA/BED/OED/MEPD, OIM 

E.O 11652: NA 
TAGS: BEXP, VE 

SUBJECT: PRODUCT OPPORTUNITY: 138 KV HIGH TENSION TOWERS 


1. PROJECT NAME: 138 KV HIGH TENSION TOWERS, ENELVEN BID DDR-78-010. 

2. BRIEF DESCRIPTION: ENERGIA ELECTRICA DE VENEZUELA (ENELVEN) HAS 
ISSUED A CALL TO QUALIFIY FIRMS FOR THE MANUFACTURE AND SUPPLY OF 
HIGH TENSION TOWERS TO CONNECT WITH A CEMENT PLANT, CEMENTOS CATAT- 
UMBO, PERIJA, ESTADO ZULIA. 

3. EXECUTING AGENCY/PROJECT MANAGER: 


C.A. ENERGIA ELECTRICA DE VENEZUELA (ENELVEN) 

URBANIZACION LOS OLIVOS 

C.ALI.F 79 NO. 62A-54 (FRENTE HIPODROMO LA LIMPIA) 

MARACAIBO, ESTADO ZULIA, VENEZUELA 

4. STATUS OF PROJECT/ANTICIPATED BID DATES: AUTHORIZED 
REPRESENENTATIVES OF THE FIRMS INTERESTED IN THIS BID MAY 
OBTAIN, WITH A NON-REIMBURSABLE DEPOSIT OF 200 BOLIVARES (CASHIER'S 
CHECK), THE SPECIFICATION DOCUMENTS BETWEEN OCTOBER 2 AND OCTOBER 
9,1978 DURING OFFICE HOURS (0700 TO 1 1:30 AND 1300 TO 1700 HOURS 
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FROM ENELVEN PARA 3 ABOVE).) 

THE OFFERES AS WELL AS AN ORIGINAL AND COPY OF THE DOCUMENTS 
LISTED BELOW ARE TO BE DELIVERED AT 1000 HOURS ON NOVEMBER 7, 
1978 AT: 


C.A. ENERGIA ELECTRICA DE VENEZUELA (ENELVEN) 
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SALA DE LICITACIONES 

CALLE 77 (AVDA. 5 DE JULIO)FRENTE EDIFICIO LAS LARAS -C.A.N.T.V. 

EDIFICION TORRE BUENOS AIRES, PISO 10 
MARACAIBO, ESTADO ZULIA, VENEZUELA 

REQUIRED DOCUMENTS ARE: 

(A) A COVERING LETTER FROM THE BIDDING FIRM , INDICATING IF IT 
IS A MANUFACTURER OR REPRESENTATIVE. 

(B) A CERTIFICATION OF REPRESENTATION, IN THE CASE OF 
FOREIGN MANUFACUTRERS WHICH PARTICIPATE VIA A 
RREPRESENTATIVE. 

(C) PRODUCT CATALOGUES. 

(D) INFORMATION ON THEIR PLANT'S PRODUCTION CAPACITY. 

(E) QUALITY CONTROL AND TEST RESULTS OF THE EQUIPMENT TO BE 
OFFERED. 

(F) UPDATED INFORMATION OF THE MANUFACTURERS OR DISTRIBUTOR'S 
TECHNICAL AND FINANCIAL CAPACITY. 

THOSE FIRMS WHICH HAD PREQUALIFIED TO PRESENT OFFERS FOR ENELVEN'S 
BID DDR-78-001 " TOWERS FOR THE TULE- PTO. ROSA 138 KV LINE" WILL 
NOT NEED TO SUBMIT DOCUMENTS A) THRU F) LISTED ABOVE. 
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5. ESTIMATED PROIECT COST/FOREIGN CONTENT: N.A. 

6. COMPETITIVE FACTORS: NOTE THAT ENELVEN IS DIRECTLY REQUESTING 
OFFERS AND THEREFORE NOT USING THE USUAL PREQUALIFICATION PROCESS. 
U.S. FIRMS INTERESTED IN THIS BID AND WITHOUT A LOCAL REPRESENTATIVE 
MAY WISH TO CONTACT: 

J.I. MARTINEZ Y ASOCIADOS 

CALLE 77NO. 9B-21 

EDIFICIO BUENOS AIRES 

APARTADO POSTAL 389 

MARACAIBO, ESATDO ZULIA, VENEZUELA 

TELEX: 62204 PHONE: (06 1 ) 7 1 .20 1 

FOR ASSISTANCE IN SUBMITTING OFFERS. 

CROWLEY 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 sep 1 978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978CARACA09252 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780401-0515 

Format: TEL 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1978097/aaaaafqd.tel 

Line Count: 109 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 7b89b350-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1445342 
Secure: OPEN 
Status: NATIVE 

Subject: PRODUCT OPPORTUNITY: 138 KV HIGH TENSION TOWERS 
TAGS: BEXP, VE 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/7b89b350-c288-dd1 1 -92da-001 cc4696bcc 
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